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211904Z  Sep  05 

UNCLAS  ASUNCION  001192 

SIPDIS 

USDOC  FOR  3310/USFCS/EPS 
SECSTATE  FOR  EB/CLP/AWHITE 

E.O.  12958:  N/A 
TAGS:  BTIO  PA 

SUBJECT:  FOREIGN  GOVERNMENT  TENDER 


11.  353/01/T0028 

12.  092105 

13.  P. O'Reilly 

14.  353 

15.  N 

6A.  Contact  — 

6B.  Departamento  de  Licitaciones 
6C . ANDE--Admin.Nacional  de  Electricidad 
Av.  Espana  1268,  PB 
Asuncion,  Paraguay 
Phone/Fax:  (595-21)  217-2947 

17.  Refer  to:  (see  comments) 

18.  Bid  Deadline:  102405  09:00  AM 

19 . 2 01 

10A.  8535  Terminal  boxes  for  electric  power 
underground  line:  (A)  outdoor,  240  mm2  MT,  300  ea, 
and  50  mm2  MT,  600  ea;  (B)  indoor,  240  mm2  MT,  300 
ea,  and  50  mm2  MT,  600  ea. 

111.  Comments.  Refer  to:  Licitacion  Publica 
Internacional  ANDE  No.  71/2005.  ANDE — 
Administracion  Nacional  de  Electricidad  is  the 
national  electric  utility.  Tender  is  to  be  financed 
with  ANDE ' s own  funds . Foreign  bidders  must 
participate  only  thru  their  duly  registered  local 
agents  or  representatives.  Specifications  cost 
guaranies  250,000,  or  U.S.  Dollars  42.00,  and  can  be 
viewed  at  the  web  sites:  www.ande.gov.py  and 

www. contratacionesparaguay . gov . py/app/q_lla . j sp  (ID 
28890).  Interested  parties  must  purchase 
specifications  from  the  ANDE  address  only. 

112.  Prep:  FSN/BSchaerer  - Appr:  FSO/PO ' Reilly 


KEANE 


